In December 1853, Mr. Bushby became Resident. As Resident
Mr. Bushby was decidedly popular. He discharged his duties without
favour or prejudice. His course of action was even. There was no
intermeddling with affairs out of the path of his duty, and no encroachincs
upon the authority or province of the Nizam's Government. Though th-
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British Resident has, by law and treaty, the power to advice, to admonish
and to protect, yet Mr. Bushby considered it inexpedient that he should
exercise the power of direct interference in the internal administration
ot the State. Both General Low and Mr. Bushby did the work of their
Government quietly and in a manner conciliatory to the Nizam's
Government

141